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Date: 26-07-2022 Health Bulletin Time: 6:00 PM 
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© Positive Today: 282 #4 Recovered Today: 223 
4 Death Today: 00 &{Q Active Cases: 1180 
S*’’ Sample Positivity today: 13.08% R% Recovery Percentage: 94.91% 
- Total cumulative Positive COVID-19 detected since 01.01.2022: 96414 
. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 91511 (94.91%) 
Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3436 (3.58%) 


. Total Number (%) of COVID-19 Deaths since 01.01.2022: 287 (0.30%) 
. Number of samples found negative for COVID-19 today: 1874 
. Total number of samples sent for COVID-19 testing today: 2699 
. Total number of cumulative samples found negative since 01.01.2022: 1426356 
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Detailed Status of Sample Tested 


: Negative as Positive 
Negative : Positive j 
H Cumulative 5 Cumulative 
in last 24 s in last 24 : 
hours eee hours oe 
01.01.2022 01.01.2022 


Dehradun 740 476 137 102 
Haridwar 143 172 
Details of Districts having Positive COVID-19 Cases 
Almora 4623 4173 43 4 403 
Bageshwar 2101 2003 2 0 96 
Chamoli 3249 3130 q 3 109 
Champawat 1927 1895 11 1 20 
Dehradun 35362 34062 727 181 392 
Haridwar 13458 13145 50 a7 236 
Nainital 11834 11552 198 29 55 
Pauri Garhwal 5330 4328 12 19 971 
Pithoragarh 2591 2433 14 4 140 
Rudraprayag 2735 2587 15 2 131 
Tehri Garhwal 2473 2043 15 7 408 
U.S. Nagar 8968 8608 58 5 297 
Uttarkashi 1763 1552 28 5 178 
Total 96414 91511 1180 287 3436 
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COVID-19 Vaccination 


26t July 2022 


* Sessions Held Today: 1022 
* Number of Beneficiaries Vaccinated Today: 41455 
* Total Number of Beneficiaries Partially Vaccinated: 9074436 
* Total Number of Beneficiaries Fully Vaccinated: 8612207 
*% Total Number of Beneficiaries Given Precaution Dose: 990270 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker enn os 
Cumulative 
Sees 12-14 12-14 15-17 15-17 st nd st nd Precaution | 1st 
ee NW | a | hee ee re Wee | ae, eee || Bes cs 
ist ain Dose intl Bose Coverage Coverage | Coverage | Coverage | Covera Coverage ever Aint Dose 
Dose Dose Coverage | Coverage g 9 9 9 ge ag Dose 
Almora 19368 | 12865 | 29974 23647 | 384315 | 358463 6024 6034 9959 9765 54288 628 1470 
Bageshwar 10204 8062 14140 13224 186395 | 173153 2515 2521 2323 2403 34314 18 906 
Chamoli 15162 | 13531 19732 19115 | 275310 | 271894 3988 A022 6494 6640 58674 97 1717 
Champawat | 10818 | 8440 13521 12999 | 184958 | 173909 2255 2318 7588 7535 28864 22 598 
Dehradun 66765 | 42932 | 102883 | 80696 | 1581508 | 1489327 | 37248 36732 30673 31333 214354 | 1436 9729 
Haridwar 73866 | 37131 | 93792 53626 | 1520761 | 1466683 | 17789 17639 48479 48486 143515 | 417 5694 
Nainital 42531 | 27586 | 53410 42128 | 759516 | 741591 14196 14010 20119 20244 90123 565 4321 
Pauri 22654 | 17609 | 32725 31016 | 455899 | 439053 7923 7944 7107 7199 77526 197 3691 
Pithoragarh 16193 | 12285 | 23768 20983 | 328089 | 320201 4096 4115 8321 8418 36660 34 893 
Rudraprayag | 8863 6538 12623 11128 | 174403 | 160917 2466 2456 2692 2714 26605 118 1376 
Tehri 23475 | 21066 | 31325 29722 | 401421 | 369321 6254 6317 4930 5051 71208 264 2565 
US Nagar 62397 | 53350 | 93503 | 90755 | 1360893 | 1393051 | 12501 12627 | 34803 34073 110712 | 216 A157 
Uttarkashi 13360 | 10187 | 13987 16751 | 237122 | 228075 3462 3488 5002 5113 43427 19 307 


Total 


385656 | 271582 | 528983 | 445790 | 7850590 | 7585638 | 120717 | 120223 | 188490 | 188974 | 990270 | 4031 | 37424 


